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Message Text 


CONFIDENTIAL 

PAGE 01 NDJAME 02951 181204Z 
22 10 

ACTION AF-06 

INFO OCT-01 EUR- 1 2 ISO-OO MED-02 AS-01 CIAE-00 INR-07 

NSAE-00 /029 W 

058818 

PR 181146Z NOV 75 
FM AMEMBASSY NDJAMENA 
TO SECSTATE WASHDC PRIORITY 553 
INFO AMEMBASSY PARIS 
AMEMBASSY LAGOS 

CONFIDENTIAL NDJAMENA 2951 

E O 1 1652: GDS 

TAGS: AMED, PFOR, FR, CD 

SUBJ: STATUS FRENCH MILITARY BASE HOSPITAL 
REF: STATE 271583 (NOTAL) 

1. NO GOF/GOC DISCUSSION RE: POSSIBLE CONSULAR HOSPITAL ON 
HORIZON AS FAR AS FRENCH EMB NDJAMENA AWARE. FRENCH CHARGE 
MAINTAINS THAT NO BASIS AGREEMENT POSSIBLE AS LONG AS GOC 
INSISTENCE ON CONDITIONS WHICH IN GOF VIEW WOULD MAKE HOSPITAL 
INEFFECTIVE. 

2. GOF AMBASSADOR TOUZE REMAINS IN FRANCE, HOWEVER, AND IT 
MORE THAN LIKELY THAT HOSPITAL HIGH ON HIS LIST PRIORITIES. 

IT CERTAINLY OF CONSUMING INTEREST TO FRENCH (AND OTHERS) 

HERE. SHOULD EMB PARIS HAVE OPPORTUNITY DISCUSS GOF THINKING 
REGARDING CHAD WITH QUAI, WOULD APPRECIATE ANY INFO DEVELOPED 
ON QUESTION MEDICAL FACILITIES IN NDJAMENA. DWYER 


CONFIDENTIAL 
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